MP 
ITEM NUMBER 
ak 45069 
2 45090 
3 56033 
4 55962 
5 56002 
6 56004 
7 56034 
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EQUIPMENT LIST Y-c 


FLY-AWAY KIT FOR 14-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK 


NOMENCLATURE 


Tube, Vacuum, 5U4GA/GB 
Tube, Vacuum 6BG6 


Fuse, 8 Amp., 125 V., 3AG, 
| LITTLEFUSE No. 312008 


Fuse, 15/100 Amp., 125 V., 
3AG, Slo-Blo, LITTLEFUSE 
No. 313.150 


Fuse, 1 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312001 


Fuse, 10 Amp., 32 V., 3AG,_ 
LITTLEFUSE No. 311010 


‘Fuse, 50 Amp. , 32 Ve; 5AG, 
LITTLEFUSE No. 517050 
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ESTIMATED NO. OF ESTIMATED 


UNIT COST UNITS = AMOUNT 
$ 88 5 $ 4.40 | 
2.78 3 8.34 
095 
16 5 | 80. 
ms oS - 25 
03 05 5 


«06 5 | ° 30 
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